A  Vista  of  Unusual  Beauty  —  The  Roman  Catholic 
Cathedral  by  Night.  Built  in  the  Moorish  type  of  architec- 
ture, it  was  dedicated  December  8th,  I  796.     Partially  des- 
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7,  it  was  rebuilt,  extending  the  North 
ning  the  arms  of  the  Cross.  The  original 
;  in  the  facade,  one  bears  the  date  1682. 
was  built  in   1888  and  contains  the  new 
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